CHAP, in      APPARATUS  FOR GAS

2. The Modified Winkler Gas
Burette (Fig. 28)

This consists of the
level-tube a and the
measuring tube J con-
nected by a thin rub-
ber tube about 120 cm.
long and fastened into
iron feet. 5 is a glass
tube of about 100 ccm.
capacity, provided with
the three-way cock c
and the simple glass
stopcock d. The space
between the two stop-
cocks is divided into
exactly 100 equal parts,
and each part into fifths.
The thick-walled tube e
must have an internal
diameter of from only
I- to 1 mm., so that
bubbles of the gases
which are passed in
and out cannot stop
in the tube.

Instead of the glass
stopcock d a rubber
tube and pinchcock
may be used as with
the simple burette.

